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Message Text 


UNCLASSIFIED 

PAGE 01 STATE 278387 

62/73 

ORIGIN EB-07 

INFO OCT-01 ISO-OO CAB-05 CIAE-00 COME-OO DODE-OO DOTE-OO 
INR-07 NSAE-00 RSC-01 FAA-00 EA-10 /031 R 
66604 

DRAFTED BY EB/OA/AVP:CHDUDLEY :EE 
12/19/74 EXT. 29462 

APPROVED BY EB/OA/AVP:DBORTMAN 
EA/LC - MR. KIRKPATRICK (PHONE) 

FAA - LEE JETT (DRAFT) 

125804 

R 192253Z DEC 74 
FM SECSTATE WASHDC 
TO AMEMBASSY PHNOM PENH 
INFO FAA HONOLULU 
FAA GUAM 

UNCLAS STATE 278387 

CORRECTED COPY (OMISSION LINE 10. PARA 2) 

E.O. 11652: N/A 

TAGS: EAIR, AREG, US, CB 

SUBJECT: VISIT OF FAA INSPECTOR TO PHNOM PENH 
REF: PHNOM PENH 11529 

1. IN RESPONSE EMBASSY'S CONCERN PARA 3 REFTEL FAA 
INFORMED DEPT THAT FAA GUAM WILL COMMUNICATE WITH MR. U NY. 
DIRECTOR OF TRANSPORTATION, DCA KHMER REPUBLIC AND 
EMBASSY IN EFFORT TO OBTAIN CURRENT LIST OF U.S. REGIS- 
TERED AIRCRAFT OPERATING IN KHMER REPUBLIC. 

2. UPON RECEIVING LIST AND IDENTIFYING REGISTERED OWNER/ 
OPERATORS OF AIRCRAFT, FAA WILL ATTEMPT TO CONDUCT INSPEC- 
TION OF AIRCRAFT AT LOCATION MUTUALLY ACCEPTABLE TO OWNER 
AND FAA. SUCH AN INSPECTION WILL PRESENT OPPORTUNITY FOR 
FAA TO DETERMINE OPERATOR'S COMPLIANCE WITH APPLICABLE 
UNCLASSIFIED 

UNCLASSIFIED 

PAGE 02 STATE 278387 

FEDERAL AVIATION REGULATIONS (FARS) INCLUDING AIRWORTHINESS 
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STATUS OF AIRCRAFT. IF OWNER/OPERATOR REFUSES TO COMPLY 
WITH REASONABLE REQUEST FOR INSPECTION OF AIRCRAFT. FAA 
WILL TAKE APPROPRIATE ENFORCEMENT ACTION WHICH MAY INCLUDE 
REVOCATION OR SUSPENSION OF AIRCRAFT AIRWORTHINESS CERTI 
FICATE. 

3. APPRECIATE ANY ASSISTANCE EMBASSY CAN PROVIDE FAA/GUAM. 

KISSINGER 


UNCLASSIFIED 


NNN 
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Message Attributes 


Automatic Decaptioning: X 
Capture Date: 01 JAN 1994 
Channel Indicators: n/a 
Current Classification: UNCLASSIFIED 

Concepts: AIR SAFETY, ITINERARY, PERSONNEL TRAVEL, AVIATION REGULATIONS, AIRCRAFT ACCIDENTS 

Control Number: n/a 
Copy: SINGLE 
Draft Date: 19 DEC 1974 
Decaption Date: 01 JAN 1960 
Decaption Note: 

Disposition Action: n/a 
Disposition Approved on Date: 

Disposition Authority: n/a 
Disposition Case Number: n/a 
Disposition Comment: 

Disposition Date: 01 JAN 1960 
Disposition Event: 

Disposition History: n/a 
Disposition Reason: 

Disposition Remarks: 

Document Number: 1974STATE278387 

Document Source: CORE 

Document Unique ID: 00 

Drafter: CHDUDLEY:EE 

Enclosure: n/a 

Executive Order: N/A 

Errors: N/A 

Film Number: D740371-0807, D740370-0470 

From: STATE 

Handling Restrictions: n/a 

Image Path: 

ISecure: 1 

Legacy Key: Iink1974/newtext/t1 9741 221 /aaaaarth.tel 

Line Count: 69 

Locator: TEXT ON-LINE, ON MICROFILM 
Office: ORIGIN EB 

Original Classification: UNCLASSIFIED 
Original Handling Restrictions: n/a 
Original Previous Classification: n/a 
Original Previous Handling Restrictions: n/a 
Page Count: 2 

Previous Channel Indicators: n/a 
Previous Classification: n/a 
Previous Handling Restrictions: n/a 
Reference: 74 PHNOM PENH 11529 
Review Action: RELEASED, APPROVED 
Review Authority: MorefiRH 
Review Comment: n/a 
Review Content Flags: 

Review Date: 23 SEP 2002 
Review Event: 

Review Exemptions: n/a 

Review History: RELEASED <23 SEP 2002 by ReddocGW>; APPROVED <07 JAN 2003 by MorefiRH> 

Review Markings: 

Declassified/Released 
US Department of State 
EO Systematic Review 
30 JUN 2005 


Review Media Identifier: 

Review Referrals: n/a 
Review Release Date: n/a 
Review Release Event: n/a 
Review Transfer Date: 

Review Withdrawn Fields: n/a 
Secure: OPEN 
Status: NATIVE 

Subject: VISIT OF FAA INSPECTOR TO PHNOM PENH 
TAGS: EAIR, AREG, US, CB, FAA 
To: PHNOM PENH 
Type: TE 
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